To:  Way,  Steven[way. steven@epa.gov];  Powell,  Greg[Powell. Greg@epa.gov];  Neville  Kingham 

(neville@kinghamcsi.com)[neville@kinghamcsi.com];  Guy,  Kerry[Guy. Kerry@epa.gov];  Petri, 
Elliott[Elliott.  Petri@WestonSolutions.com] 

From:  Christner,  Jan 

Sent:  Tue  8/25/201 5 3:00:02  AM 

Subject:  Sludge  Analytical  Results 

Gold  King  Mine  Interim  Treatment  Ponds  Sludge. docx 


The  results  of  lab  analysis  of  the  temporary  Gold  King  ponds  sludge  samples  are  shown  on  the 
attached  table.  4.7%  solids.  pH  3.82  to  3.99. 


Please  let  me  know  if  you  want  additional  information. 


Jan 


Jan  Christner 
Weston  Solutions,  Inc. 
505-269-1925  (cell) 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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